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FM AMEMBASSY ATHENS 

TO USDOC WASHDC PRIORITY 

INFO AMEMBASSY BRUSSELS PRIORITY 

SECSTATE WASHDC 6187 


Message Text 


UNCLAS ATHENS 4791 

DEPT ALSO PASS EXIMBANK; EXIMBANK FOR SHROBE 

E.O. 11652: N/A 
TAGS: BEXP, GR 

SUBJECT: FOREIGN GOVERNMENT TENDER - EQUIPMENT FOR SIKIA 
HYDRO PROJECT 


1. A. ATHENS 47. B. ATHENS 2454 

2. 484/01/T0083 (UPDATE) 

3. 06/09/78 

4. PUBLIC POWER CORPORATION HAS ANNOUNCED THAT ITS TENDER 

NO SH-3, FOR THE DESIGN, MANUEACTURING, SUPPLY, TRANSPORTATION, 
ERECTION, SETTING IN OPERATION, AND TESTING OE THREE PUMP 
TURBINES AND THREE GENERATORS-MOTORS FOR THE SIKIA HYDROELECTRIC 
PROJECT HAS BEEN TEMPORARILY SUSPENDED, AND THAT THE NEW DEADLINE 
WILL BE ANNOUNCED IN THE EUTURE. SUPPELEMENT NO 3 AIRPOUCHED 
06/09/78. MCCLOSKEY 
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